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GPO 640-1 
January 30, 1975 
elel 


UNITED STATES GOVERNMENT PRINTING OFFICE 
Washington, D.C. 20401 


Government Printing Office Notice 640-1 


Subject: Wage Change (Federal Wage System, Dallas-Fort Worth) 


Le Purpose. Vinis Notice promulgates atwage change for all employees 
stationed in the subject area, paid on the basis of the Federal Wage 


System wage schedule. 

2. Background. A new Federal Wage System Regular Wage Rate Schedule 
for the Dallas-Fort Worth, Texas Wage Area has been published. Wage 
Grade employees in this area are paid according to this schedule. 


3. New Hourly Rates. The attached wage schedule will become effective 
February 2, 1975. 


i Adjustment. It is further directed that all hourly wage rates 
shall be adjusted to the nearest cent, counting one-half cent and over 
as a whole cent. 


5+ Cancellation. This Notice is canceled for record purposes on 


January 26, 1976. 
gas see . 
At Tn Coririele 


Public Printer 


Distribution: & 
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-Fort Worth, 
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NONSUPERVISORY WS-SUPERVISORY 


WG- 


8.81 
9.16 
9.58 


9.72 10.08 


8.50 
8.83 
9.23 
9.90 10.28 10.66 


8.18 
8.51 
8.89 
9436 


9.71 10.11 10.51 10.92 11.32 


10.34 10.77 11.20 11.63 12.06 
11.04 11.50 11.96 12.42 12.88 


@li.81 12.30 12.79 13.28 13.78 


Effective Date: 2 February 1975 
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